DOCKETED ITEMS     191
8503200028 Forwards requests for addl info required to complete evaluation of application for OLRequests results from review of request for approval of N-1 loop operation & 841109 ultrasonic test demonstration.
YOUNGBLOOD.B.J. Licensing Branch 1. 85/03/07. COUNSIL.W.G. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 9pp. 29472:275-29472:283.
8503200445 Forwards WCAP 10669, "Evaluation of Acceptability of Reactor Head Lift Rig.Reactor Vessel Internals Lift Rig.Load Cell & Load Cell Linkage to Requirements of NUREG-0612" & Rev 1 to "Control of Heavy Loads."
COUNSIL,W.G.   Northeast   Nuclear   Energy   Co.   (subs,   of   Northeast   Utilities). COUNSILW.G. Northeast Utilities. 85/03/14. YOUNGBLOOD.B.J. Licensing Branch 1. 7pp. 29426:005-29426:213-.
-8503200449 "Evaluation of Acceptability of Reactor Vessel Head Lift Rig.Reactor Vessel Internals Lift Rig.Load Cell & Load Cell Linkage to Requirements of NUREG-0612."
SANDNER.H.H.   Westinghouse   Electric   Corp.   WCAP   10669.   84/09/30.   167pp. 29426:012-29426:178.
-8503200452 Rev 1 to "Control of Heavy Loads."
*  Northeast Utilities. 85/03/31. 28pp. 29426:179-29426:213.
E.  NRC Safety Evaluation Report (SER), suppis & correspondence
8503010338 Forwards response to 840802 SER open items re seismic & dynamic qualification program.
COUNSILW.G., BISHOP.R.W. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). COUNSILW.G. Northeast Utilities. 85/02/13. YOUNGBLOOD.B. Licensing Branch 1. 112pp. 29166:310-29167:060.
8503110387 Forwards response to SER Open Item 3 re protection against postulated high energy line breaks outside containment. Subgroup formed to address impact of superheated steam blowdowns from high energy line breaks outside containment. COUNSILW.G., SEARS.C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). COUNSILW.G. Northeast Utilities. 85/02/28. YOUNGBLOOD.B.J. Licensing Branch 1. 3pp. 29287:268-29287:270.
8503110407 Submits partial response to SER Open Item 10 re structural capability of refueling cavity wall.FSAR Table 6.2-43 encl showing that refueling cavity wall designed to withstand uniform pressure of 11.6 psid.
COUNSIL.W.G.   Northeast   Nuclear   Energy   Co.   (subs,   of   Northeast   Utilities). COUNSIL,W.G. Northeast Utilities. 85/03/01. YOUNGBLOOD.B.J. Licensing Branch 1. 3pp. 29287:319-29287:321.
8503110441 Forwards addl info re SER Confirmatory Item 70 concerning 260 series questions on QA program during operational phase, per discussion during 850129 telcon.ltem resolved.
COUNSIL.W.G.   Northeast   Nuclear   Energy   Co.   (subs,   of   Northeast   Utilities). COUNSIL.W.G. Northeast Utilities. 85/03/01. YOUNGBLOOD.BJ. Licensing Branch 1. 9pp. 29287:001-29287:009.
8503120198 Forwards environ qualification rept for safety-related equipment.per 10CFR50.49 & SER (NUREG-1031).
COUNSIL.W.G.   Northeast   Nuclear   Energy   Co.   (subs,   of   Northeast   Utilities). COUNSIL.W.G. Northeast Utilities. 85/03/06. YOUNGBLOOD.B.J. Licensing Branch 1. 2pp. 29320:122-29322:334.
-8503120204 "Environ Qualification of Electrical Equipment Rept, Millstone Nuclear Power Station.Unit 3."
*  Northeast Nuclear Energy Co. (subs, of Northeast Utilities). * Northeast Utilities. 85/ 03/06. 931pp. 29320:124-29322:334.
8503190217 Forwards response to Matls Engineering Branch SER Confirmatory Item 18 re yield strength of austenitic stainless steel in RCPB.
COUNSIL.W.G.   Northeast   Nuclear   Energy   Co.   (subs,   of   Northeast   Utilities). COUNSIL.W.G. Northeast Utilities. 85/03/12. YOUNGBLOOD.B.J. Licensing Branch 1. 2pp. 29405:050-29405:051.
8503210277 Forwards response to SER Confirmatory Item 42 re TMI Action Item II.F.1, "Accident Monitoring Instrumentation," Positions (4),(5) & (6). COUNSIL.W.G.   Northeast   Nuclear   Energy   Co.   (subs,   of   Northeast   Utilities). COUNSIL.W.G. Northeast Utilities. 85/03/14. YOUNGBLOOD.BJ. Licensing Branch 1. 4pp. 29463:026-29463:029.
F.  Security, medical, emergency & fire protection plans
8503010130 Revised emergency plan implementing procedures.including Rev 0 to 4112X, "Incident Communications" & Rev 0 to 411 Ox, "Station Evacuation." W/ 850131 Itr.
COUNSIL.W.G.   Northeast   Nuclear   Energy   Co.   (subs,   of   Northeast   Utilities). COUNSIL.W.G. Northeast Utilities. 85/01/31. MURLEY.T.E. Region 1, Office of Director. 997pp. 29158:148-29161:064.
8503270382 Forwards response to NRC 841212 request for addl info re draft physical security plan.addl change to Section 8 of plan & replacement pages for plan.EncIs withheld (ref 10CFR73.21).
COUNSIL.W.G.   Northeast   Nuclear   Energy   Co.   (subs,   of   Northeast   Utilities). COUNSILW.G. Northeast Utilities. 85/02/04. YOUNGBLOOD.B.J. Licensing Branch 1. 2pp. 29523:185-29523:186.
8503050173 Submits comments re Fire Protection Policy Steering Committee rept (Generic     Ltr     85-01 ).lnclusion     of     addl     criterion     on     careless     operation inappropriate.Proposed license condition opposed. COUNSIL.W.G. Connecticut Yankee Atomic Power Co. 85/03/01. DENTON.H.R.   Office  of  Nuclear  Reactor  Regulation,  Director.  4pp.  29214:002-29214:005.
8503120048 Notification of 850312 meeting w/util in Bethesda,MD to discuss emergency lighting illumination levels in auxiliary shutdown panel area/purple switchgear room.control room & diesel generator control panel areas & safety-related areas. DOOLITTLE.E.L   Licensing   Branch   1.   85/03/04.   YOUNGBLOOD.B.J.   Licensing Branch 1. 3pp. 29339:071-29339:073.
8503190511 Forwards Rev 1 to "Physical Security Plan for Receipt of Nuclear Fuel." Plan will become effective upon receipt of nuclear fuel.Plan will remain in effect until implementation of physical security plan.Withheld (ref 10CFR73.67). COUNSILW.G.   Northeast   Nuclear   Energy   Co.   (subs,   of   Northeast   Utilities). COUNSIL.W.G. Northeast Utilities. 85/03/12.
DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29407:149-29407:150.
8503260291 Forwards proposed audit agenda for facility SPDS & preliminary SPDS evaluation rept.NRC to be notified within 60 days of date util will be prepared for audit.Addl clarification of SPDS validation program requested. YOUNGBLOOD.B.J. Licensing Branch 1. 85/03/18. COUNSIL.W.G. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 6pp. 29518:101-29518:113.
-8503260294 Preliminary SPDS evaluation rept.Addl clarification of SPDS validation program requested.
*  NRC - No Detailed Affiliation Given. 85/03/18. 7pp. 29518:107-29518:113.
J. Insurance & indemnity information
8503110215 Lists property insurance coverage for facilities.
ORPIK.DJ. Northeast Utilities. 85/03/05. SALTZMAN J. NRC - No Detailed Affiliation Given. 2pp. 29287:361-29287:362.
8503200347 Forwards Endorsements 103 & 102 to NELIA Policy NF-173 & Endorsements 93 & 92 to MAELU Policy MF-52.
STERN.D. Marsh & McLennan, Inc. 85/03/15. SALTZMAN.J. Assistant Director for State & Licensee Relations. 5pp. 29428:198-29428:202.
K. Utility Final Safety Analysis Report (FSAR) & amends
8503120135 Forwards Amend 12 to FSAR for Millstone Unit S.Revised responses to selected requests for addl info.per 830503,31 & 1203 Itrs.included. COUNSIL.W.G., SEARS.C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). COUNSIL.W.G. Northeast Utilities. 85/03/04. YOUNGBLOOD.BJ. Licensing Branch 1. 2pp. 29310:014-29312:277.
-8503120143 Amend 12 to FSAR for Millstone Unit 3.
*   Northeast Nuclear Energy Co.  (subs, of Northeast Utilities). 85/02/28. 982pp. 29310:016-29312:277.
Q. inspection reports, IE Bulletins & correspondence
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503150131 Forwards Insp Rept 50-423/85-02 on 850108-0204.NO violation noted. WENZINGER.E.C. Region 1, Office of Director. 85/03/08.
COUNSIL.W.G. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 9pp. 29370:001-29370:018.
-8503150139 Insp Rept 50-423/85-02 on 850108-0204.NO violation or deviation noted.Major areas inspected:preoperational testing.previous insp findings.control room practices,plant tours & potential significant deficiencies.
REBELOWSKI.TA, LIPINSKI.D., ROBERTSON.J. Region 1, Office of Director. 85/027 21. 9pp. 29370:010-29370:018.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. T02pp. 29495:120-29495:221.ortheast Utilities. 85/ 03/06. 931pp. 29320:124-29322:334.. 85/03/15. RICHARD.J.B. Mississippi Power & Light Co. 11pp. 29542:008-29542:018.
